Korean Journal of Radiology 

Original Article I Intervention 

http://dx.doi.Org/10.3348/kjr.2014.15.l.95 
pISSN 1229-6929 • elSSN 2005-8330 
Korean J Radiol 2014;15(1):95-107 

Terminology and Reporting Criteria for Radiofrequency 
Ablation of Tumors in the Scientific Literature: 
Systematic Review of Compliance with Reporting 
Standards 

Tae Wook Kang, MD, Hyunchul Rhim, MD, Min Woo Lee, MD, Young-sun Kim, MD, Dongil Choi, MD, 
Hyo Keun Lim, MD 

ALL authors: Department of Radiology and Center for Imaging Science, Samsung Medical Center, Sungkyunkwan University School of Medicine, 
Seoul 135-710, Korea 




Objective: To perform a systematic review of compliance with standardized terminology and reporting criteria for 
radiofrequency (RF) tumor ablation, proposed by the International Working Group on Image-Guided Tumor Ablation in 2003, 
in the published reports. 

Materials and Methods: Literature search in the PubMed database was performed using index keywords, PubMed limit 
system, and eligibility criteria. The entire content of each article was reviewed to assess the terminology used for procedure 
terms, imaging findings, therapeutic efficacy, follow-up, and complications. Accuracy of the terminology and the use of 
alternative terms instead of standard terminology were analyzed. In addition, disparities in accuracy of terminology in 
articles according to the medical specialty and the type of radiology journal were evaluated. 

Results: Among the articles (n = 308) included in this study, the accuracy of the terms 'procedure or session', 'treatment', 
'index tumoi 7 , 'ablation zone', 'technical success', 'primary technique effectiveness rate', 'secondary technique effectiveness 
rate', 'local tumor progression', 'major complication', and 'minor complication' was 97% (298/307), 97% (291/300), 8% 
(25/307), 65% (103/159), 55% (52/94), 33% (42/129), 94% (17/18), 45% (88/195), 99% (79/80), and 100% (77/77), 
respectively. The overall accuracy of each term showed a tendency to improve over the years. The most commonly used 
alternative terms for 'technical success' and 'local tumor progression' were 'complete ablation' and 'local (tumor) recurrence', 
respectively. The accuracy of terminology in articles published in radiology journals was significantly greater than that of 
terminology in articles published in non-radiology journals, especially in Radiology and The Journal of Vascular and 
Interventional Radiology. 

Conclusion: The proposal for standardization of terminology and reporting criteria for RF tumor ablation has been gaining 
support according to the recently published scientific reports, especially in the field of radiology. However, more work is 
still needed for the complete standardization of terminology. 
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INTRODUCTION 

The development of image-guided ablation methods for 
local tumor control has been one of the major advances in 
the field of oncology (1-3). Many centers have attempted 
novel approaches for the treatment of a variety of tumors 
(4-10). The recent publications on this topic have 
included many articles regarding these new techniques 
and their therapeutic results. Therefore, it is important to 
work collaboratively to create a standard nomenclature, 
usage guidelines, image interpretation criteria, follow- 
up methodology, and guidelines for reporting therapeutic 
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outcomes in order to facilitate uniform usage and adoption 
of these technologies before image-guided tumor ablation 
is used more widely in clinical practice. In 2003, a proposal 
by the International Working Group on Image-Guided Tumor 
Ablation was published in Radiology (11). This report 
on consensus-based recommendations for standardizing 
terminology for image-guided tumor ablation has been 
extremely useful in clinical practice and research. The 
initial report was presented by the Technology Assessment 
Committee of the Society of Interventional Radiology in 
2005 and the updated version of this report was presented 
in Radiology (2005) and The Journal of Vascular and 
Interventional Radiology (2005 and 2009) (12-14). 

In the field of hepatic surgery, there was a report on the 
use and dissemination of the Brisbane 2000 nomenclature 
of liver anatomy and resections, which was adopted by the 
General Assembly of the International Hepato-Pancreato- 
Biliary Association at the fourth biennial meeting of that 
society in Brisbane, Australia in 2000, for evaluating its 
influence (15). However, there has been no report for 
determining the incorporation of standardized terminology 
and reporting criteria for radiofrequency (RF) ablation 
proposed by the International Working Group on Image- 
Guided Tumor Ablation in 2003. Therefore, the purpose of 
the current study was to assess the medical publications on 
image-guided RF ablation for tumor treatment with respect 
to the proposed standardized terminology and reporting 
criteria at 6 years after its inception, with particular focus 
on procedure terms, imaging findings, therapeutic efficacy, 
follow-up, and complications. 

MATERIALS AND METHODS 

Before conducting this study, we developed a detailed 
protocol for collecting and analyzing data. The main 
framework for this study was prepared in accordance with 
guidelines of the Preferred Reporting Items for Systematic 
Reviews and Meta-Analyses (16). Formulation and appraisal 
of the most suitable keywords for searching the PubMed 
database, such as "neoplasms (Medical Subject Headings 
[MeSH] term)" and "radiofrequency ablation," were in 
accordance with evidence-based practice in radiology (17, 
18). 

Search Strategy and Literature Selection 

A systematic search of the medical literature was 
performed in the following three steps: index keywords, 
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search limited to PubMed, and eligibility criteria. First, a 
retrospective PubMed search of the world literature from 
January 2004 to December 2009 was carried out using index 
keywords. Keyword search using MeSH and free text was 
performed in combination with the Boolean operator with 
"neoplasms (MeSH)" and "radiofrequency ablation". Next, 
we limited searches to human studies and publications 
in English. Finally, we identified articles according to the 
following eligibility criteria: 1) original studies, 2) single 
energy source, 3) non-technical or pathologic reports, 
4) reports on non-prostate and dermatologic tumors, 
Barrett's esophagus, and tumors in the airway, 5) explicit 
use of terminology for procedure terms, imaging findings, 
therapeutic efficacy, follow-up, and complications. As 
stated above, we excluded the reports on prostate and 
dermatologic tumors, high-grade dysplasia in Barrett's 
esophagus, and tumors in the airway because the clinical 
follow-up of prostate tumors after image-guided tumor 
ablation usually depends on the biochemical status (serum 
prostate-specific antigen level) and repeat core biopsies 
rather than imaging modality such as magnetic resonance 
imaging (19). The decision to perform ablation for Barrett's 
esophagus and tumors in the airway is based on endoscopic 
or bronchoscope surveillance (20, 21), and imaging of 
dermatologic tumors is generally not performed before 
initiating the treatment and during the follow-up. The 
explicit use of terminology in each article was evaluated 
with respect to the proposed criteria. 

The initial search using the first step yielded 2191 
articles. After limiting the PubMed search to only human 
studies published in English, 1777 articles were identified. 
Next, we used the titles and abstracts of the identified 
articles to assess their eligibility. Final selection was then 
made after reviewing full-text articles (n = 511) that either 
met the eligibility criteria or regarding which there was 
any uncertainty with respect to their selection based on 
the title and abstract. Of these 511 articles, 203 articles 
were excluded for the following reasons: reporting of only 
clinical findings (in particular, survival rate) (n = 66), case 
reports with a variety of forms (n = 54), description of only 
the imaging analysis (n = 38), technical reports (n = 22), 
editor notes and letters (n = 12), pathologic reports (n = 
8), and others (n = 3). A total of 308 articles were included 
in the study after the final selection (Fig. 1). Table 1 
provides the detailed description of the journals containing 
articles relevant to this study. In addition, all of the articles 
relevant to this study are listed in the appendix. 
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Fig. 1. Flow diagram showing process of selection of articles 
reviewed in this study. Systematic search of medical literature 
in PubMed database was performed in following three steps: 
index keywords, limit search system, and eligibility criteria. RF = 
radiofrequency ablation, MeSH = medical subject heading 

Data Extraction 

The entire content of each identified article was 
reviewed by two radiologists for assessing the use of 
proposed standardized terminology and reporting criteria 
using a standard data extraction form, with a focus 
on the terminology used for procedure terms, imaging 
findings, therapeutic efficacy and complications. They 
fully understood the proposed criteria before performing 
data extraction. The data extraction form consisted of 
the following five sections according to the classification 
scheme of the proposed standardized terminology and 
reporting criteria: 1) baseline study characteristics, 2) 
terminology for procedure terms, 3) imaging findings, 4) 
therapeutic efficacy and follow-up, and 5) terminology for 
complications. 

Baseline Characteristics of Articles 

The collected data included the following: journal name, 
year of publication, association with radiology, assessment 
of accuracy of each term according to the standard 
terminology, and the use of alternative terms instead of the 
standard terminology. 



Standard Terminology 

In this study, assessment of accuracy of the terminology 
was performed on the basis of the definitions first proposed 
by the International Working Group on Image-Guided 
Tumor Ablation in 2003 (11). For assessing the accuracy 
of the terminology used for procedure terms, the term 
'procedure' is preferred rather than the term 'operation', as 
the latter term implies open surgery. The term 'session' is 
considered to be synonymous with the term 'procedure'. The 
term 'procedure' or 'session' refers to a single intervention 
episode that consists of one or more ablations performed on 
one or more tumors. In addition, the number of 'procedures' 
or 'sessions' needed has to be clearly stated. The definition 
of treatment refers to one or more procedures or sessions. 

Regarding the terms used for imaging findings, the term 
'index tumor' is used to describe the initially identified 
tumor before ablation. An 'index tumor' is not referred to 
as a 'lesion' because it could be confused with the induced 
coagulation zone or the ablation lesion at imaging. In the 
same way, the term 'ablation zone' is used after ablation 
of targeted index tumor is performed to avoid potential 
confusion because the term 'lesion' is used to refer to both 
the ablation zone as well as the underlying tumor to be 
ablated. 

For therapeutic efficacy and follow-up, the term 'technical 
success' is used when a tumor was treated according to the 
protocol and complete tumor coverage was achieved. Tumor 
coverage could be assessed either during the procedure or 
immediately after the procedure. The primary technique 
effectiveness rate is assessed at a prospectively defined 
time point (i.e., immediately after the last course of a 
defined ablation protocol or one week or one month after 
treatment) when 'complete ablation' of a macroscopic tumor 
is achieved, as demonstrated by imaging during the follow- 
up. Therefore, the terms 'technical success' and 'technique 
effectiveness' must be distinguished from each other. The 
term 'secondary technique effectiveness rate' includes 
tumor that have undergone successful repeat ablation 
after identification of local tumor progression. Local tumor 
progression is defined as the appearance at follow-up of 
foci of untreated disease in tumors that were previously 
considered to be completely ablated. 

For assessing the accuracy of terminology used for 
complications, major complications are defined as events 
associated with substantial morbidity and disability, 
an increase in the level of care, hospital admission, 
or a substantially lengthened hospital stay; all other 



Potentially relevant 
articles for 
RF-guided tumor ablation 



(n = 2191) 



1. Index keywords 

'Radiofrequency ablation' and 
'Neoplasms' (MeSH) 



2. Limit search system 

English literature 
human study 



(n = 1777 for full title and abstract review) 



(n = 511 for full text review) 



3. Eligibility criteria 

a. original study 

b. using single energy source 

c. non-technical or pathologic reports 

d. non-prostate, dermatologic tumor, 
high grade dysplasia in Barrett's 
esophagus, and tumor in airway 

e. explicit therapeutic efficacy, 
follow-up, and complication 



308 articles finally included 
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Table 1. List of Journals Used in This Analysis 



Journals 


No Artirlps 

liUi ill LILLCO 




Radioloniral iournals 

i\uu i u lu u i lu l juui iiau 


168 




Journal of Vasrular and Tntprvpntional Radioloav 

UUUI 1 1 CI L U 1 VuOLU LCI 1 Q 1 1 U XII LC 1 V C 1 1 C 1 U 1 1 CI L 1 \U CI 1 U LUU V 


34 




Radioloav 

l\UU IULUUV 


26 




Ampriran Journal of Ropntapnoloav 

n iii v — . i ilui i uuui iicil ui i\u\-i i L.y 1 1 iu lu y y 


26 




Carrliova^rijlar and Tntprvpntional Rariiolonv 

vO IUIUVUjLULUI U MU 11 1 LCI V tl 1 LIUI 1 CI L l\OU lULUy y 


22 




Furnnpan RaHiolonx/ 

i— u i uutQi i ixciu i u lu y y 


17 




Furnnpan Journal nf Radinlnax/ 

LUI UUCQI 1 UUUI 1 IQL UI 1 \0 U 1 U LU M V 


16 




British Journal of Radioloav 

ui i li ji i uuui i iul ui i \ci u i u Luy y 


5 




Korpan Journal of Radioloav 

l\U 1 CU 1 1 UUUI 1 IUL U 1 1 \ UU 1 U LUU V 


4 




Diaanostir and Tntprvpntional Radioloav 

U IUU 1 IUOLIC UI IU XII LC 1 VCIICICIICIL 1 \ CI CI IU LUU y 


4 




Ahdominal Tmaaina 

r\ u uu iiiiiiul x 1 1 1 q u 1 1 i u 


3 




Arta Radiol onira 

ncLu i\uu luiuy icu 


3 




Clinical Radioloav 

L 1 1 1 1 V— LA L IXCIUIU LU y V 


2 




Journal of Maanpfir Rpsonanrp Imaaina 

UUUI 1 IUL UI 1 1 CA y 1 1 ^ L. 1 V_ IXLJUI IUI 1 LL x 1 1 iciy II i y 


2 




Others* 


4 




Non-radioloairal iournals 

1 l U 1 1 1 CI CI 1 C/ LU CJ 1 C CI L JUUI 1 1 CI LO 


140 




Annals of Surairal Dnroloav 

/viiiiaLj ui juiyicaL uiicuLuyy 


14 




World Journal of Gastropntproloav 

VVUILU UUUI 1 IUL UI UUJLI UCI iici uiuyv 


10 




Rriti<;h "loiirnal of Si irnprv 

LJIILIDII UUUIIIUL UI JUiyCly 


6 




Cancer 


6 




Furonpan Journal of Surairal Onroloav 

LUI UUcUl 1 UUUI 1 IUL UI JUI U ICUL UI lUULULjy 


5 




Hpnatoloav 

1 ICUQLU LU U V 


5 




Journal of fiastrointpstinal Suraprv 

UUUI 1 IUL UI CIUJ CI U 1 1 1 LCJ C 1 1 IU L JUI U CT 1 V 


5 




Annals of Si irnprv 

r\ \ 1 1 1 a lo ui j u i y ci y 


4 




Arrhivps of Suraprv 

l \ 1 LI 1 1 VCJ UI JUI H^' V 


4 




Journal of Surairal Onroloav 

UUUIIIUL UI JUIMILQL CI ICU LUU V 


4 




1 ivpr Tntprnational 

li vci x 1 1 lci 1 1 a c i u 1 1 a l 


4 




Surairal Endosronv 

jui y icul li luujLuuy 


4 




World loiirnal of Si irnprv 

VVUILU UUUIIIUL UI JUILJcl y 


4 




Tntprnational Journal of Uroloav 

11 ILCI 1 IQLIUI IUL UUUIIIUL UI UIULUU V 


3 




Onroloav 

u i icu luu y 


3 




I Iroloav 

cj i u luu y 


3 




RJU Tntprnational 

UuU lllLCIIIULIUIiai 


2 




Dinpstivp Suraprv 

c i cj c o c i v c jui uci y 


2 




General Thoracic Surgery 


2 




Journal of Clinical Gastroenterology 


2 




Journal of Gastroenterology 


2 




American Surgeon 


2 




Thyroid 


2 




Journal of Thoracic and Cardiovascular Surgery 


2 




Others 1 


40 




(Total number of articles = 138) 



Note.— *0thers (n = 4): La Radiologia Medica (1), Pediatric Radiology (1), Ultraschall in der Medizin (1), Ultrasound in Medicine & 
Biology (1), Others (n = 40): Annals of Academy of Medicine, Singapore (1), Alimentary Pharmacology & Therapeutics (1), American 
Journal of Clinical Oncology (1), American Journal of Obstetrics and Gynecology (1), Anticancer Research (1), Asian Journal of Surgery (1), 
Breast Cancer (1), Chinese Medical Journal (1), Collegium Antropologicum (1), Colorectal Disease (1), European Journal of Cardio-thoracic 
Surgery (1), European Journal of Gastroenterology & Hepatology (1), European Spine Journal (1), European Urology (1), Gastroenterologie 
Clinique et Biologique (1), Gynecologic Oncology (1), Hepatobiliary & Pancreatic Diseases International (1), Hong Kong Medical Journal (1), 
International Journal of Colorectal Disease (1), International Journal of Medical Sciences (1), International Orthopaedics (1), Japanese 
Journal of Clinical Oncology (1), Japanese Journal of Medicine (1), Journal of Clinical Oncology (1), Journal of Endourology (1), Journal 
of Gastrointestinal and Liver Diseases (1), Journal of Hepatology (1), Journal of Laparoendoscopic & Advanced Surgical Techniques (1), 
Journal of American Medical Association (1), Langenbeck's Archives of Surgery (1), Oncology Reports (1), Spine (1), Surgery (1), Surgical 
Laparoscope Endoscopy & Percutaneous Techniques (1), American Journal of Surgery (1), Breast (1), Cancer Journal (1), European 
Respiratory Journal (1), Kaohsiung Journal of Medical Sciences (1), Lancet Oncology (1) 
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complications are considered as minor complications. With 
respect to the above-mentioned terminologies, there were 
no significant changes in the definitions between 2003 and 
2009 (11-14). 

Data Analysis 

The data from standard data extraction forms were 
entered into an Excel spreadsheet (Microsoft, Redmond, WA, 
USA) to facilitate analysis. For evaluation of the accuracy 
of the terminology used, standard reference terminology 
was defined according to the guidelines published in 2003 
by the International Working Group on Image-Guided 
Tumor Ablation (11). If a term was used inappropriately 
throughout the subject articles, it was regarded as incorrect 
usage. A correct concept means that the definition of the 
terminology meets the reference standard for the proposed 
criteria. A correct term means that the term meets the 
standardized terminology and reporting criteria. Based 
on these assumptions, we calculated the accuracy of the 
terminology and alternative terms using a contingency table 
with the columns 'a' and 'c' (Table 2). We described the 
results by referring to these two columns as accuracy and 
alternative terms. Common alternative terms were analyzed 
according to the frequency of their use. In addition, 
chronological changes in the frequency of accurately used 
terms and terminology were assessed in articles published 
between 2003 and 2009. After this, we evaluated the 
differences in the accuracy of the terminology according 
to the medical specialty, the type of radiology journal, and 



Table 2. Contingency Table for Evaluation of Accuracy of 
Terminology Use 





Correct Concept 


Incorrect Concept 


Correct term 


a 


b 


Incorrect term 


c 


d 



Note.— Correct concept means that definition of terminology 
meets reference standard for standardized terminology and 
reporting criteria. Correct term means term meets standardized 
terminology and reporting criteria. Accuracy of each term is 
based on formula: [a / (a + c)] x 100. We define column 'a' as 
accurate use of term accroding to proposed criteria. We define 
column 'c' as alternative term. As for column 'b', correct terms and 
incorrect concepts according to proposed criteria were identified 
in only 19 cases among all identified studies: incorrect concept of 
procedure or session (n = 1), treatment (n = 5), index tumor (n 
= 1), technical success (n = 3), primary technique effectiveness 
rate (n = 1), secondary technique effectiveness rate (n = 1), 
local tumor progression (n = 1), major complication (n = 3), and 
minor complication (n = 3). Column 'd' was not used in this study 
because of exclusion during selection of articles. 



specific journals. Because the reporting standards were 
published in Radiology and the Journal of Vascular and 
Interventional Radiology, we compared the compliance 
with standardized terminology and reporting criteria for RF 
tumor ablation between the articles published in these two 
journals and the articles in other radiology journals or other 
journals that have not implicitly endorsed the reporting 
standards. For evaluating the trend analysis of compliance 
with terminology, we defined the new criteria. Tendency 
towards an increase is defined as an at least 20% increase 
in the accuracy of each terminology at a research end- 
point compared to the baseline accuracy in 2004. In the 
same manner, stable trend of accuracy means that it cannot 
achieve more than 20% increment. The Fisher's exact test 
was used to assess the differences in accuracy, and p-values 
< 0.05 were considered statistically significant. All of the 
statistical analyses were conducted with SPSS 17.0 software 
(SPSS Inc., Chicago, IL, USA). 

RESULTS 

Identification and Characteristics of Articles 

Of the 308 articles (from 81 different types of journals), 
which met all eligibility criteria and were included in the 
analysis, the target location for tumor treatment was the 
liver (n = 184), lungs (n = 38), kidneys (n = 34), bone (n = 
22), breast (n = 10), thyroid (n = 5), adrenal gland (n = 5) 
and others (n = 10). Twenty-nine articles were published in 
2004, 38 articles in 2005, 49 articles in 2006, 60 articles 
in 2007, 62 articles in 2008, and 70 articles in 2009. The 
other baseline demographic data are described in Table 3. 

Accuracy of Terminology and Commonly Used Alternative 
Terms 

Accuracy of the Terms 'Procedure' or 'Session 9 and 
'Treatment 9 

The accuracy of the term 'procedure' or 'session' was 
97% (298/307). Of the 308 articles, 307 articles adopted 
the correct concept of the term 'procedure' or 'session' 
according to the proposed reporting criteria. Among these 

307 articles, 298 articles used the accurate term, 'procedure' 
or 'session'. The remaining nine articles used alternative 
terms. The most commonly used alternative term was 
'treatment' (n = 7), followed by 'ablation' (n = 2). With 
regard to the accuracy of the term 'treatment', among the 

308 articles, 300 articles adopted the correct concept of 
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Table 3. Baseline Characteristics of Articles Included in This 
Study 



Characteristic 


No. Articles 


Identified articles 


308 


Type of articles 


Radiological journal 


168 


Non-radiological journal 


140 


Type of radiological journals 


Radiology & JVIR 


60 


Other radiological journals 


108 


Location of tumors 


Liver 


184 


Lung 


38 


Kidney 


34 


Bone 


22 


Breast 


10 


Thyroid 


5 


Adrenal gland 


5 


Others 


10 


Publication year 


2009 


70 


2008 


62 


2007 


60 


2006 


49 


2005 


38 


2004 


29 



Note.— JVIR = Journal of Vascular and Interventional Radiology 



the term 'treatment' according to the proposed criteria. 
Among these 300 articles, 291 articles used the accurate 
term 'treatment' with an accuracy of 97% (291/300). The 
most commonly used alternative term was 'session' (n = 8), 
followed by 'procedure' (n = 1). One hundred seventy-six 
of 308 articles clearly stated the number of 'procedures' or 
'sessions' needed in the study. 

Index Tumor 

The accuracy of the term 'index tumor' was 8% (25/307). 
The accuracy of this term was the lowest among that of 
the ten terms. Of the 308 articles, 307 articles adopted the 
correct concept of the term 'index tumor' according to the 
proposed reporting criteria. Among these 307 articles, only 
25 articles used the accurate term 'index tumor'. The other 
282 articles used alternative terms. The most commonly 
used alternative term was 'tumor' (n = 163). The other most 
commonly used alternative terms were as follows: 'tumor' 
mixed with 'lesion' (n = 57), 'lesion' (n = 55), 'target or 
targeted lesion' (n = 6), and 'tumor lesion' (n = 1). 



Kang et al. 

Ablation Zone 

The accuracy of the term 'ablation zone' was 65% 
(103/159). Of the 308 articles, 159 articles adopted the 
correct concept of the term 'ablation zone' according to 
the proposed criteria. Among these 159 articles, the term 
'ablation zone' was used accurately in 103 articles. The 
other 56 articles used incorrect alternative terms. The other 
incorrectly used alternative terms were as follows: 'ablated 
lesion' (n = 21), 'treated lesion' (n = 9), 'lesion' (n = 6), 
'non-enhancing area' (n = 3), 'coagulation zone' (n = 2), 'RFA 
zone' (n = 2), 'thermal lesion' (n = 2), and 'others' (n = 11). 

Technical Success 

The accuracy of the term 'technical success' was 55% 
(52/94). Of the 308 articles, 94 articles adopted the correct 
concept of the term 'technical success' according to the 
proposed reporting criteria. Among these 94 articles, 52 
articles used the accurate term 'technical success'. The 
remaining 42 articles used alternative terms to represent the 
concept of the term 'technical success'. The most commonly 
used alternative term was 'complete (tumor) ablation' (n = 
25). The other most commonly used alternative terms were 
as follows: 'complete necrosis' (n = 4), 'ablation success' (n 
= 3), and others (n = 10). 

Primary Technique Effectiveness Rate and Secondary 
Technique Effectiveness Rate 

The accuracy of the terms 'primary technique effectiveness 
rate' and 'secondary technique effectiveness rate' was 33% 
(42/129) and 94% (17/18), respectively. One hundred 
twenty-nine of 308 articles adopted the correct concept of 
the term 'primary technique effectiveness rate'. Among these 
129 articles, the term 'primary technique effectiveness rate' 
was used accurately in 42 articles. The remaining 87 articles 
used incorrect alternative terms. The most commonly used 
incorrect alternative terms were 'complete response' (n = 
25) and 'complete (tumor) ablation' (n = 25). The other 
most commonly used incorrect alternative terms were as 
follows: 'complete tumor necrosis' (n = 16), 'technical 
success' (n = 5), 'successful treatment' (n = 4), 'successful 
ablation' (n = 3), 'local control' (n = 2), and 'others' (n = 7). 
The term 'secondary technique effectiveness rate' was the 
least frequently used by researchers in the current study. 
The concept of the term 'secondary technique effectiveness 
rate' was adopted correctly in only 18 articles, and this term 
was used accurately in 17 of these 18 articles. The only 
alternative term used for 'secondary technique effectiveness 
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rate' was 'primary technique effectiveness rate'. 

Local Tumor Progression 

The accuracy of the term local tumor progression' was 
45% (88/195). One hundred ninety-five out of 308 articles 
adopted the concept of the term local tumor progression' 
correctly. Among these 195 articles, 88 articles used the 
term, local tumor progression' accurately. This was the 
most frequently used term among the terms for 'therapeutic 
efficacy' and 'follow-up' in the present study. The remaining 
107 articles used alternative terms. The most commonly 
used alternative term was local (tumor) recurrence' (n = 
63). The other most commonly used alternative term were 
'(tumor) recurrence' (n = 35), 'intrahepatic recurrence' (n = 
2), and 'others' (n = 7). 

Major Complication and Minor Complication 

The accuracy of the terms 'major complication' and 
'minor complication' was 99% (79/80) and 100% (77/77), 
respectively. Most of the articles used accurate terms 
instead of alternative terms for complications. The only 
incorrectly used alternative term for 'major complication' 
was 'severe complication' (Table 4). 

Overall Trend for Usage of Terminology Over the Years 

Most of the terminologies used in articles maintained 
a continuing stable trend over the years. However, the 
terms 'major complication' and 'minor complication' showed 
an increasing trend from 2004 to 2009, from 7% to 31% 
and from 7% to 30%, respectively. Although there was a 
minimal increase in the frequency of usage of the term 
'secondary technique effectiveness rate' during the study 
period, its overall use was less than 10% (Table 5, Fig. 2). 

Overall Accuracy of Terminology Over the Years 

Unlike the stable tendency for usage of all terms over the 
years, the overall accuracy of terminology was increased 
every year after the publication of standardized terminology 
and reporting criteria for image-guided tumor ablation 
(2003) by the International Working Group, with the 
exception of the terms 'procedure' or 'session', 'treatment', 
'minor complication' and 'major complication'. In addition, 
the number of published articles increased over time. The 
accuracy of the term 'secondary technique effectiveness 
rate' reduced to less than 80% in 2008, whereas the 
accuracy of the terms 'procedure or session', 'treatment', 
'major complication' and 'minor complication' was 



maintained (at or around 100%) from 2004 to 2009 (Table 6, 
Fig. 3). 

Subgroup Analysis 

For the subgroup analysis, we used the total accuracy 
of each term to calculate the overall accuracy and then 
compared the overall accuracy between subgroups. Among 
the ten terms, data of the following four terms 'ablation 
zone', 'technical success', 'primary technique effectiveness 
rate', and local tumor progression' were included to 
avoid biased results due to the following confounding 
factors: 'index tumor' (extremely low accuracy), 'secondary 
technique effectiveness rate' (used at a very low frequency 
in the current study), 'procedure or session', 'treatment', 
'major complication' and 'minor complication' (almost 100% 
accuracy in the current study). 

Comparison of the Accuracy of Terminology in Articles 
According to the Medical Specialty 

Among the 308 articles, 168 articles were published 
in radiology journals and 140 articles were published in 
non-radiology journals. The overall accuracy of terms was 
significantly greater in the articles published in radiology 
journals than in the articles published in non-radiology 
journals (59% vs. 35%, p = 0.01) (Fig. 4). 

Comparison of the Accuracy of Terminology in Articles 
Published in Radiology Journals 

Among the 168 articles published in radiology journals, 
60 articles were published in Radiology and The Journal of 
Vascular and Interventional Radiology and 108 articles were 
published in other radiology journals. The overall accuracy 
of terms was slightly greater in the articles published in 
Radiology and The Journal of Vascular and Interventional 
Radiology than in the articles published in other radiology 
journals with a statistical significance (67% vs. 54%, p = 
0.02) (Fig. 4). 

Annual Trend for Accuracy of Terminology in Articles 
Published in Specific Journals 

The annual trend analysis for accuracy of terminology in 
articles published in Radiology and The Journal of Vascular 
and Interventional Radiology and in those published in 
other journals showed that there was a continuous increase 
in the accuracy of investigated terms in the articles 
published in both categories of journals, from 30% in 2004 
to 91% in 2009, and from 13% in 2004 to 59% in 2009, 
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Table 4. Common Alternative Terms Misused in This Study 



Terminology 



Common Alternative Terms 



Procedure or session (9) 
Treatment (9) 
Index tumor (282) 



Ablation zone (56) 



Technical success (42) 



Primary technique effectiveness rate (87) 



Secondary technique effectiveness rate (1) 
Local tumor progression (107) 



Major complication (1) 



Treatment (7) 
Ablation (2) 
Session (8) 
Procedure (1) 
Tumor (163) 

Tumor mixed with lesion (57) 
Lesion (55) 

Target or targeted lesion (6) 
Tumor lesion (1) 
Ablated lesion (21) 
Treated lesion (9) 
Lesion (6) 

Non-enhancing area (3) 
Coagulation zone (2) 
Radiofrequency zone (2) 
Thermal lesion (2) 
Others (11) 

Complete (tumor) ablation (25) 
Complete necrosis (4) 
Ablation success (3) 
Complete treatment (2) 
Technique success (2) 
Others (6) 

Complete response (25) 
Complete (tumor) ablation (25) 
Complete tumor necrosis (16) 
Technical success (5) 
Successful treatment (4) 
Successful ablation (3) 
Local control (2) 
Others (7) 

Primary technique effectiveness rate (1) 
Local (tumor) recurrence (63) 
(tumor) Recurrence (35) 
Intrahepatic recurrence (2) 
Others (7) 

Severe complication (1) 



Note.— Data are presented as numbers of articles. There were no misnomers for minor complications in any of articles. 



respectively (Fig. 5). 

DISCUSSION 

The International Working Group on Image-guided 
Tumor Ablation initiated a global initiative addressing the 
standardization of terminology and reporting criteria for 
image-guided tumor ablation in 2001. The major goals 
of the proposed terminology guidelines were to facilitate 
uniform comparisons between treatments using either 



the same or different technologies, to help in effective 
communication of ideas, and to provide consistency in 
the terms used to report various aspects of image-guided 
ablation therapy. After the first version of this proposal 
was published in 2003, many articles in the field of image- 
guided tumor ablation have been published in various 
scientific journals. However, a systematic analysis has 
not been performed to determine how well the proposed 
terminology guidelines have been adopted by scientific 
societies and their associated publications. 
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2004 



2005 



2006 



2007 



2008 2009 (year) 



Procedure or session 
-a- Index tumor 
^Technical success 
^Secondary technique 
effectiveness rate 

Major complication 



■*■ Treatment 

Ablation zone 
-•- Primary technique 
effectiveness rate 
— Local tumor progression 

Minor complication 



Fig. 2. Overall trend for each terminology used in articles 
over years. Graph shows that most of terminologies used in each 
article maintain continuing stable trend over years. However, terms 
'major complication' and 'minor complication' demonstrated increasing 
trend from 2004 to 2009, from 7% to 31% and from 7% to 30%, 
respectively. 

In the current study, the term 'index tumor' was the most 
easily confused term by researchers, with an accuracy of 
only 8%. Although the term 'index tumor 7 is preferred for 
describing the initially identified tumor prior to ablation 
according to the proposed terminology guidelines, the 
frequency of the accurate use of the term 'index tumor' has 
been so low over a relatively long time that an in-depth 
discussion will be needed to find a solution. 

The term 'ablation zone' refers to the area after ablation 
of the targeted index tumor and it should not to be 
confused with the term 'lesion' because 'lesion' typically 
refers to both the ablation zone and the underlying tumor 
to be ablated. According to our results, accuracy of the use 
of the term 'ablation zone' improved each year; however, 
many researchers continue to use alternative terms for 
the term 'lesion', such as 'ablated lesion', 'treated lesion', 
'thermal lesion', and 'lesion' itself. 

'Technical success' is an important concept to distinguish 
patients in whom a given protocol could not be completely 
executed for either technical reasons or reasons related to 
co-morbid disease from patients who were treated according 
to a given protocol. In the current study, the term 'complete 
(tumor) ablation' was the most commonly used alternative 
term by researchers to describe technical success. According 
to the proposed criteria, the correct meaning of the term 
'complete ablation' is the opposite to that of the term 
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2004 



2005 



2006 



-4- Index tumor 

Technical success 
-*- Secondary technique 
effectiveness rate 



2007 2008 2009 (year) 



Ablation zone 
Primary technique 
effectiveness rate 
Local tumor progression 



Fig. 3. Overall accuracy of each term over years. As whole, 
accuracy of six terms tended to increase over years. This indicates 
that standardized terms recommended for reporting image-guided 
radiofrequency tumor ablation are gradually being used in more 
number of research studies. Accuracy of terms 'procedure or session', 
'treatment', 'major complication', and 'minor complication' was 
maintained (at or near 100%) from 2004 to 2009. We excluded these 
four terms so that other results in figure would not be obscured. 
None of articles accurately used term 'index tumor' in 2004 and term 
'secondary technique effectiveness rate' in 2004 and 2005. 

'partial ablation'. Therefore, based on this definition, the 
term, 'partial ablation' should only be used to describe the 
degree of ablation for index tumors. 

We found that the term 'primary technique effectiveness 
rate' was the second-most inaccurately used term by 
the researchers. The most commonly used alternative 
term for the term 'primary technique effectiveness rate' 
was 'complete response' or 'complete (tumor) ablation'. 
Complete response is a frequently used parameter for 
evaluating tumor responses in the field of clinical oncology, 
and this concept has been supported by guidelines of 
the World Health Organization criteria (bidimensional 
perpendicular measurement of tumor size) (22), Response 
Evaluation Criteria In Solid Tumors (RECIST) (unidimensional 
measurement of tumor size) (23), and revised RECIST (24). 
The purpose of using the terms, 'complete response' and 
'complete (tumor) ablation' is to describe clinical outcomes 
following systemic chemotherapy or locoregional therapies 
according to the measurement of tumor size. The distinction 
between the terms 'technique effectiveness rate' and 
'complete ablation' can be made during the clinical follow- 
up for determining the effectiveness of the therapy. Thus, 
these two terms represent different concepts as compared 
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Fig. 4. Comparison of overall accuracy of terminology in 
variety of situations. Graph shows significant difference in overall 
accuracy of terminology between articles published in radiology and 
non-radiology journals (59% vs. 35%, p = 0.01). Overall accuracy 
of terminology in articles published in Radiology and Journal of 
Vascular and Interventional Radiology was slightly superior to that 
of terminology in articles published in other radiology journals with 
statistical significance (67% vs. 54%, p = 0.02). P values were 
calculated using Fisher's exact test. JVIR = Journal of Vascular and 
Interventional Radiology 

with the term 'primary technique effectiveness rate'. 

The term 'secondary technique effectiveness rate' was the 
least frequently used term among the ten identified terms. 
The need for a relatively long-term follow-up and difficulty 
associated with defining the term 'secondary technique 
effectiveness rate' might have made it difficult to use this 
term compared to the terms 'technical success', 'primary 
technique effectiveness rate', and 'local tumor progression', 
thereby resulting in its infrequent use. Although our study 
results indicated that the use of this term was associated 
with a very high accuracy (94%, 17/18), we consider that 
this result could be due to the bias among a small number of 
researchers who understand this proposed criteria very well 
and use this rare terminology to report their therapeutic 
results. Indeed, among the 17 research teams who used the 
term 'secondary technique effectiveness rate' accurately, 16 
research teams used other terms in their articles with 100% 
accuracy, with the exception of one team (one research 
team used the term 'secondary technique effectiveness rate' 
accurately, but they inaccurately used the term 'complete 
ablation' instead of the term 'technical success'). Thus, 
in order to avoid biased results, we excluded this term as 
well as the terms 'procedure or session', 'treatment', 'minor 
complication', and 'major complication' from the data set 
during our subgroup analysis for comparison of the overall 
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Fig. 5. Annual trend for accuracy of terminology in articles 
published in specific journals. Graph shows continuous increase 
in accuracy of investigated terms among articles published in both 
categories of journals from 2004 to 2009. However, there is significant 
difference in overall accuracy of terminology among articles published 
in both categories of journals, which may be due to editor's efforts for 
implementing proposed reporting standards. JVIR = Journal of Vascular 
and Interventional Radiology 

accuracy of terminology. 

local tumor progression' was the most frequently used 
term for therapeutic efficacy and follow-up, while local 
(tumor) recurrence' was the most commonly used alternative 
term. Many studies of image-guided tumor ablation have 
shown that it is impossible to determine whether a viable 
tumor is unbeatable and has continued to grow or if a new 
tumor is growing at the original site. Therefore, the term 
local tumor progression' is preferred over the term local 
(tumor) recurrence.' 

Contrary to the above-described terms for imaging 
findings, therapeutic efficacy and follow-up, the terms 
'procedure or session', 'treatment', 'major complication' 
and 'minor complication appeared to be widely accepted 
with a nearly 100% accuracy. Although the accuracy of the 
term 'procedure or session' was 97%, only slightly more 
than 50% (176 of 308 articles) of studies clearly stated 
the number of "procedures" or "sessions" performed. It is 
very important to mention the total number of 'procedures' 
or 'sessions' of each treatment for RF ablation of index 
tumor because it may be one of the factors that affects 
the technical success of treatment. The terms 'major 
complication' and 'minor complication' had the greatest 
accuracy among all of the terms evaluated in our study. This 
result can most likely be explained by the fact that these 
definitions have been adopted from pre-existing standards 
for therapeutic interventions that are widely used and have 
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been recognized for years by the Society of Interventional 
Radiology (SIR) and surgical specialties (25, 26). 

Following the publication of standardized terminology 
and reporting criteria for image-guided tumor ablation 
by the International Working Group in 2003, the overall 
accuracy of each term showed a general tendency to 
increase every year, with the exception of the terms 
'procedure or session', 'treatment', 'minor complication', and 
'major complication'. In addition, the number of citations 
to two representative articles in the journal Radiology 
increased from 217 in 2003 (11) to 356 in 2005 (13). 
These results suggest some success after publication of the 
initial guidelines for the standardization of terminology. 
However, unlike the increasing trend for the accuracy of the 
terminology used, most of the terminologies used in each 
article maintained a continuing, stable trend over the years. 
Possible explanations for these results include differences 
in the primary outcomes reported by the article and use of 
unrelated terms for indicating primary outcomes, which may 
have been condensed in each article. 

Before planning this study, we expected a greater 
accuracy of terminology in articles published in Radiology 
and The Journal of Vascular and Interventional Radiology 
compared to those published in the other journals 
because the editors of these two journals are responsible 
for achieving compliance with the proposed standards. 
Consistent with our expectations, the articles published in 
these two radiology journals showed the highest overall 
accuracy for the terms (67%) compared with the articles 
published in other radiology journals (54%) and non- 
radiology journals (35%). 

The results of the present study demonstrated that the 
frequency of using accurate terminology for procedure, 
imaging findings, therapeutic efficacy, follow-up, and 
complications varied depending on the specific term. For 
the image-guided RF ablation of tumors, the terms 'index 
tumor', 'technical success', 'primary technique effectiveness 
rate', and 'local tumor progression' were accurately used 
in less than 55% of the articles reviewed during the study 
period. In particular, the term 'index tumor' had an accuracy 
of only 8%, which was very low compared to that of the 
other terms. Although there is no accepted level of accuracy 
for using the correct terminology, it is clear from the results 
of this study that there is scope for improvement with 
respect to the standardization of terminology. 

This is the first systematic review of the proposed 
guidelines for image-guided tumor ablation. Based on our 
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results, the proposed standards have gained importance 
among the majority of researchers, especially in the field of 
radiology. Therefore, radiologists who perform and report 
these procedures should try to increase the use of standard 
terminology among different specialties. For this purpose, 
a multidisciplinary consensus meeting may be required in 
the near future. Any revised proposal should be published 
in all of the major journals related to the field of clinical 
oncology. In addition, we think that efforts taken by the 
International Working Group and SIR to achieve compliance 
with proposed standards should be continued. Importantly, 
consistency while reporting therapeutic outcomes should 
help to perform a meta-analysis and establish reliable, 
clinical guidelines for image-guided tumor ablation. 

This study has several limitations. First, the number 
of articles, in which the term 'secondary technique 
effectiveness rate' was used, were relatively small compared 
with the number of articles in which the other terms 
were used, and this may have led to an overestimation 
of the accuracy of the assessed terminology. Therefore, 
we excluded this data in the subgroup analysis for the 
assessment of overall accuracy. Second, to improve the 
efficiency of data collection, the current study focused on 
selected terms as well as RF as an energy source in tumor 
ablation. We chose these specific terms because they were 
used more frequently than the other terms (e.g., terms used 
in pathology) due to their association with therapeutic 
outcomes. In addition, RF ablation is the most frequently 
used technique for local tumor control compared to the 
other energy sources. Finally, we limited our dataset to 
articles published between 2004 and 2009 because of our 
aim to investigate the trend for the use of standardized 
terminology and reporting criteria in the field of oncology, 
and to facilitate the revision of the current guidelines. 
Importantly, the overall accuracy of the terms used for RF 
ablation in articles published after 2009 was more than 
70%. 

In conclusion, the results of our study showed that the 
standardized terms recommended for reporting image-guided 
tumor RF ablation are gradually being used in research and 
clinical practice, especially in the field of radiology. More 
work is needed for complete standardization of terminology, 
and the other specialties that utilize image-guided tumor 
ablation should also be included in this process. 
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